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EXECUTIVE OFFICE OF THE PRESIDENT j 

OFFICE OF DEFENSE MOBILIZATION 

WASHINGTON 25, D. C. 
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October 16, 1957 


MEMORANDUM FOR THE DIRECTOR, CENTRAL 

INTELLIGENCE AGENCY 

Ref,: Letter of October 7, 1957, from the Director of ODM 

This will confirm arrangements for the Baker Panel 
briefing which will be held in Room 5106, New State Depart- 
ment Building, at 3:30 p.m., October 21, 1957. 


David Z. Beckler 
Executive Officer 
Science Advisory Committee 
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